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CHAPTER  I;  INTRODUCTION 
Background 

Intravenous  (IV)  access  by  means  of  a  large  bore  catheter  is  required  for  most 
operative  anesthesia  procedures.  During  the  preoperative  period,  the  insertion  of 
intravenous  catheters  is  frequently  a  source  of  pain  and  anxiety  for  patients.  To  promote 
patient  comfort  and  satisfaction,  anesthesia  providers  often  inject  a  local  anesthetic 
intradermally  at  the  insertion  site  prior  to  insertion  of  the  catheter.  However,  infiltration 
of  local  anesthetics  can  be  uncomfortable. 

Topical  eutectic  mixture  of  local  anesthetics  (EMLA)  cream,  an  alternative  to 
intradermal  injection  for  decreasing  pain  associated  with  intravenous  cannulation,  has 
been  shown  to  effectively  anesthetize  the  venipuncture  site  when  applied  topically  one 
hour  prior  to  venipuncture  (Gajraj,  Pennant,  &  Watcha,  1994).  However,  the  lengthy 
application  time  limits  its  usefulness  in  the  preoperative  setting.  Therefore,  there  is  a  need 
for  a  method  that  produces  topical  anesthesia  in  a  short  period  of  time,  works  on  intact 
skin,  without  systemic  side  effects,  and  invokes  neither  pain  nor  discomfort.  One  such 
method  that  meets  these  criteria  is  iontophoresis  of  polarized  local  anesthetics. 

Iontophoresis  is  the  process  of  introducing  ionic,  polarized  drugs  into  the  skin  of 
the  body  via  electric  current  for  therapeutic  purposes.  Veratti,  in  1747,  originated  the  use 
of  an  electric  current  to  increase  the  penetration  of  electrically  charged  particles  into 
surface  tissue  (Chien  &  Banga,  1989).  Since  that  time,  there  have  been  numerous  reports 
about  iontophoresis  of  various  medications.  The  historical  background  of  iontophoresis 
and  its  current  uses  will  be  explored  in  chapter  two. 

The  principle  behind  iontophoresis  is  very  simple.  It  is  a  method  of  delivering  a 
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medication  to  a  localized  tissue  area  by  applying  a  direct  electrical  current  to  an 
electrolyte  solution  containing  ionic  molecules,  which  in  turn  is  applied  to  the  area  to  be 
treated  (Banga  &  Chien,  1988).  The  mechanism  behind  iontophoresis  is  also  simple: 
similar  electrical  charges  repel  each  other.  Therefore,  a  positive  current  will  drive 
positively  charged  drug  molecules  away  from  the  electrode  and  into  the  tissues,  as 
depicted  in  Figure  1;  likewise  a  negative  current  will  drive  negatively  charged  drug 
molecules  into  the  tissues.  A  local  anesthetic  such  as  lidocaine,  a  positively  charged 
molecule,  can  be  utilized  in  this  manner  to  effectively  anesthetize  the  skin  to  depths  of  up 
to  8  mm  without  the  use  of  needles  (Irsfeld,  Klement,  &  Lipfert,  1993). 


medication 

Figure  1.  Diagram  of  the  Mechanism  of  Iontophoresis 
EMLA  Cream  is  a  mixture  of  2.5%  lidocaine  and  2.5%  prilocaine.  It  works  by 
diffusing  through  intact  skin  to  block  neuronal  transmission  from  dermal  receptors 
(Gajraj  et  ah,  1994).  Many  studies  have  shown  it  to  be  very  effective  in  preventing  pain 
associated  with  venipuncture  both  in  children  and  adults  (Soliman,  Lynn,  Broadman, 
Flannallah,  &  McGill,  1988;  Flallen  &  Uppfeldt,  1982).  Flowever,  to  be  effective,  it  must 
be  applied  to  intact  skin  at  least  60  minutes  before  the  procedure  and  covered  with  an 
occlusive  dressing.  This  may  limit  its  usefulness  in  the  operating  room. 

Studies  on  the  iontophoresis  of  lidocaine  have  shown  it  a  very  effective  method  in 
reducing  the  pain  of  needle  insertion  in  as  little  as  10  minutes  (Gangarosa,  1981;  Ashburn 
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et  al.,  1997).  However,  studies  are  laeking  in  the  literature  that  compare  iontophoresis  of 
lidocaine  with  epinephrine  to  EMLA  cream  for  local  anesthesia  prior  to  venipuncture. 

Therefore,  the  purpose  of  this  study  was  to  compare  the  iontophoresis  of  lidocaine 
with  epinephrine  to  EMLA  cream  for  producing  adequate  local  anesthesia  prior  to 
intravenous  cannulation. 

Research  Questions 

1.  Does  iontophoresis  of  4%  Lidocaine  HCl  with  Epinephrine  1:50,000  (20 
micrograms/millimeter  (mcg/ml)  reduce  pain  more  effectively  than  EMLA  cream  to 
intravenous  cannulation  in  adults? 

2.  Is  iontophoresis  of  4%  lidocaine  HCl  with  Epinephrine  1:50,000  or  EMLA 
cream  preferred  by  adults  before  intravenous  cannulation? 

Conceptual  Framework 

The  conceptual  framework  of  this  research  was  based  on  two  theories.  The  first 
theory  is  Imogene  King  s  Theory  of  Goal  Attainment  (Evans,  1991),  and  the  second  is 
the  neurophysiological  theory  of  pain,  more  specifically  the  anterolateral  system,  and  its 
associated  fibers.  In  addition,  the  theory  of  action  of  local  anesthetics  will  be  presented. 
King  s  Theory  of  Goal  Attainment 

Imogene  King  s  (as  cited  in  Evans,  1991)  theory  of  goal  attainment  provides  a 
strong  foundation  for  this  research  study,  as  well  as  for  the  practice  of  nurse  anesthesia. 
The  theory  focuses  on  the  interpersonal  relationship  between  the  nurse  and  the  client. 

The  phenomena  of  concern  in  this  theory  is  based  on  processes  and  outcomes.  The 
process  is  mutual  goal  setting  between  the  nurse  and  the  client,  and  the  outcome  is  the 
goal  to  be  obtained  that  can  be  measured  by  a  change  in  behavior. 
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In  King  s  (as  cited  in  Evans,  1991)  theory,  the  eontext  by  whieh  goal  attainment 
oeeurs  is  as  follows.  The  nurse  and  the  elient  do  not  know  eaeh  other.  The  elient  is  in 
need  of  nursing  eare.  The  nurse  is  in  a  position  beeause  his  or  her  knowledge  level,  to 
provide  a  serviee  to  the  elient.  The  nurse  and  elient  eommunieate  with  eaeh  other  and 
agree  to  a  means  to  identify  problems  or  eoneerns  and  set  mutual  goals  to  resolve  those 
eoneerns.  The  nurse  and  elient  purposefully  internet  to  aehieve  the  mutually  set  goals, 
and  this  interaetion  oeeurs  in  its  natural  setting. 

Six  variables  were  identified  by  King  (as  eited  in  Evans,  1991)  that  lead  to  the 
relationship  between  the  nurse  and  the  elient.  These  variables  will  be  deseribed  as  they 
apply  to  nurse  anesthesia.  (1)  One  member  of  the  nurse  elient  dyad  initiates  a  behavior. 
This  behavior  eould  be  the  nurse  anesthetist  informing  the  patient  he  or  she  needs  an  IV 
for  surgery.  (2)  The  opposite  member  of  the  dyad  responds  with  behavior,  and  (3)  a 
problem  is  noted  in  the  dyadie  situation.  This  problem  is  that  patients  do  not  want  to 
experienee  pain  or  diseomfort.  (4)  A  goal  is  mutually  agreed  upon  by  members  of  the 
dyad.  This  goal  ean  be  the  anesthetist  deseribing  a  method  (iontophoresis  of  lidoeaine)  to 
insert  the  IV  painlessly  to  the  patient.  (5)  An  exploration  of  means  to  aehieve  the  goal  is 
initiated  by  one  member  of  the  dyad,  or  behavior  is  exhibited  by  member  of  dyad  that 
moves  toward  goals;  (6)  and  other  member  agrees  with  means  to  aehieve  the  goal.  In  this 
example,  the  patient  agrees  to  proeeed  with  the  iontophoresis,  the  anesthetist  proeeeds 
with  the  proeedure  and  sueeessfully  prevents  pain  while  the  IV  is  inserted  into  the 
patient. 

This  theory  is  very  applieable  to  anesthesia  as  well  as  to  this  researeh  study.  For 
example,  the  setting  eould  be  the  preoperative  holding  area;  the  anesthetist  eommunieates 
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to  the  patient  the  need  for  an  intravenous  eatheter  for  surgery,  and  describes  the 
procedure  to  the  patient.  The  patient  communicates  to  the  nurse  verbally  or  non-verbally 
his  desire  not  to  experience  pain.  The  anesthetist  works  with  the  patient  to  set  a  mutual 
goal  to  achieve  this  outcome.  The  anesthetist  asks  the  patient  if  he  or  she  would  be 
willing  to  proceed  with  this  procedure  if  it  was  painless.  The  patient  agrees  and,  a  mutual 
goal  has  been  set  to  achieve  a  desired  outcome.  If  the  anesthetist  is  successful  in 
reducing  the  patient  s  pain,  and  he  or  she  was  satisfied  with  the  method,  then  the  goal  has 
been  obtained.  In  this  particular  scenario,  iontophoresis  is  the  process  to  achieve  the  goal 
and  the  lack  of  pain  during  IV  cannulation  is  the  outcome. 

Neurophysiology  Theory  of  Pain 

Intravenous  cannulation  causes  tissue  damage  and  a  pain  impulse  is  registered  in 
the  central  nervous  system.  To  understand  how  the  body  responds  to  this  painful  event, 
one  must  first  understand  the  afferent  pain  pathways.  Nociceptors  are  receptors  that 
respond  to  intense,  tissue  damaging  stimuli.  They  carry  their  receptor  signals  over  a 
variety  of  A-  delta  and  C-neuronal  fibers,  which  are  extensively  supplied  not  only  to  the 
cutaneous  tissue,  but  to  also  underlying  muscle  and  fascia.  The  A-delta  fibers  are  fast 
conducting  (12-30  m/s),  thinly  myleniated  (diameter,  2-5  m)  fibers  that  respond  to  sharp 
pricking  pain  impulses.  C-fibers  are  slow  conducting  (0.4- 1.2  m/s),  unmyleniated  fibers 
(diameter,  0.3 -1.3  m)  that  respond  to  slow,  dull  pain  impulses.  The  A-delta  fibers  are 
sometimes  referred  to  as  the  first  or  fast  pain  fibers,  and  the  C-fibers  as  the  second  or 
slow  pain  fibers. 

A  pain  impulse,  such  as  tissue  damage  following  IV  cannulation  stimulates  the  A- 
delta  and  C  fibers  in  the  cutaneous  tissue  to  send  impulses  to  the  spinal  cord  via  the 
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dorsal  roots  of  the  spinal  nerves  to  the  dorsal  horn  of  the  spinal  eord.  Prior  to  synapsing 
in  the  dorsal  horn  these  fibers  aseend  or  deseend  one  or  two  spinal  eord  segments  via 
Lissauer  s  traet  (see  Figure  2).  The  impulses  of  the  A-delta  fibers  synapse  primarily  on 
neurons  in  lamina  I  and  V  and  the  C  fibers  synapse  on  neurons  in  lamina  II  and  III  of  the 
substantia  gelantosia  of  the  spinal  eord.  Substanee  P  is  one  neurotransmitter  that  is 
released  by  these  fibers  at  their  synaptie  eonneetions.  Interneurons  send  the  impulses  to 
the  spinothalamie  traet  eells,  whieh  eross  anterior  to  the  eentral  eanal  in  the  ventral  white 
eommuissure  and  eourse  rostrally  in  the  anterolateral  funieulus  (Gilman  &  Newman, 
1996).  Onee  in  the  brain  stem  these  fibers  synapse  in  the  retieular  formation,  thalamus, 
and  other  neural  groups.  The  pain  impulse  may  also  be  transmitted  to  the  posteentral 
gyrus  of  the  parietal  lobe  where  the  pain  is  interpreted  in  the  primary  somatosensory 
eortex,  and  a  response  oeeurs.  There  are  several  other  eritieal  areas,  whieh  reeeive  the 
nerve  impulses. 
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TO:  VPL  of  Thalamus 


ROSTRAL  TO: 
Nucleus  Cuneatus 


Fasciculus 

Gracilis 


ANTEROLATERAL  SYSTEM 

Figure  2.  An  Illustration  of  the  Spinothalamic  Tract. 
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Action  Potentials 

The  purpose  of  the  peripheral  nerve  is  to  earry  information  to  or  from  the  brain 
and  spinal  eord.  This  is  aceomplished  via  eleetrieal  signals  ealled  aetion  potentials.  The 
speed  of  the  aetion  potential  is  based  on  the  fiber  diameter  of  the  nerve.  Larger 
myelinated  fibers,  sueh  as  the  A-delta,  transmit  nerve  impulses  mueh  faster  than  smaller 
unmyelinated  fibers,  sueh  as  C-fibers. 

To  understand  how  an  aetion  potential  works,  one  must  first  understand  basie  eell 
physiology.  The  basic  plasma  membrane  is  a  bilipid  layer  in  whieh  water  and  most 
water-soluble  ions  eannot  pass  through.  Embedded  in  the  membrane  are  eertain  ehannels 
that  are  seleetive  for  various  ions  sueh  as  sodium  and  potassium.  Some  of  these  channels 
are  nongated,  gated  by  voltage,  membrane  potential,  ehemieal  transmitter,  or  mechanieal 
distortion  (Bryant,  1997).  The  nongated  ehannels  are  primarily  responsible  for 
maintaining  the  resting  membrane  potential,  whieh  is  normally  — 90mV  in  large  alpha 
motor  neurons  (Butterworth  &  Strichartz,  1990).  The  voltage  gated  sodium  and 
potassium  ehannels  control  the  propagation  of  the  aetion  potential. 

Ions  diffuse  through  these  ehannels  under  the  influence  of  eleetrieal  and  chemical 
forces.  Potassium  has  a  high  coneentration  on  the  inside  of  the  eell  and  a  low 
eoncentration  on  the  outside;  therefore,  it  tends  to  want  to  diffuse  down  its  eoneentration 
gradient  out  of  the  eell,  eausing  repolarization  of  the  eell.  However,  when  it  leaves  the 
cell  it  leaves  behind  negatively  eharged  anions  that  eannot  pass  through  the  lipid 
membrane.  These  negatively  charged  ions  ereate  an  eleetrieal  gradient  that  tends  to  pull 
in  positively  charged  ions  sueh  as  sodium.  Sodium,  whose  eoncentration  is  high  on  the 
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outside  and  low  on  the  inside,  tends  to  want  to  also  diffuse  down  its  concentration 
gradient  into  the  cell  interior.  This  causes  the  cell  to  depolarize,  and  the  membrane 
potential  becomes  more  positive. 

An  action  potential  is  generated  when  the  nerve  cell  is  depolarized  above  the 
threshold  potential  for  the  cell.  The  threshold  potential  is  the  point  at  which  the  action 
potential  will  be  generated.  This  is  sometimes  referred  to  as  an  all  or  nothing 
phenomena.  When  it  occurs,  voltage  gated  sodium  channels  in  the  cell  membrane  open, 
increasing  the  membrane  permeability  to  sodium  causing  sodium  activation.  The  sodium 
ions  rush  into  the  cell,  down  its  electrical  and  concentration  gradient,  through  these  open 
channels  and  cause  depolarization.  At  the  peak  of  the  action  potential,  the  voltage  gated 
sodium  channels  begin  to  close  and  sodium  inactivation  occurs,  and  voltage  gated 
potassium  channels  slowly  begin  to  open  and  potassium  begins  to  leave  the  cell  interior. 
The  positively  charged  potassium  ions  leaving  the  cell  cause  the  cell  to  hyperpolarize, 
and  it  brings  the  membrane  potential  back  toward  the  resting  potential. 

The  action  potential  is  propagated  by  the  inward  sodium  current  flowing  ahead  of 
the  action  potential  and  depolarizing  the  nerve  cell  membrane  to  threshold,  producing  a 
new  action  potential  (Bryant,  1997;  Butterworth  &  Strichartz,  1990).  Local  anesthetics, 
such  as  lidocaine  and  prilocaine,  work  by  blocking  the  transmission  of  nerve  impulses  to 
the  brain.  They  do  this  by  impairing  propagation  of  the  action  potential.  This  is  achieved 
when  the  local  anesthetic  binds  to  one  or  more  of  the  receptors  located  in  the  sodium 
channel,  which  prevents  the  sodium  ion  influx  needed  for  initiation  and  propagation  of 
the  action  potential  (Carpenter  &  Mackey,  1997).  This  slows  the  rate  of  depolarization  of 
the  nerve  action  potential  such  that  the  threshold  potential  is  not  reached,  as  seen  in  figure 
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3,  and  thus  no  pain  or  sensory  impulses  are  transmitted  to  the  spinal  eord  (Stoelting  & 
Miller,  1994). 
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Figure  3.  Loeal  Anestheties  Affeet  on  Compound  Aetion  Potential:  Effeet  of  0.2  mmol/L 
lidoeaine  on  nerve  membrane  aetion  potential.  (A)  eontrol  recording;  (B,C,  and  D) 
recordings  following  exposure  to  lidoeaine.  (Covino,  1976) 

The  conceptual  framework  for  this  research  has  been  presented.  King  s  (as  cited 
in  Evans,  1991)  theory  of  goal  attainment  has  also  been  presented.  The  neurophysiology 
theory  of  pain  and  the  spinothalamic  tract  have  been  described.  The  methods  by  which 
an  action  potential  is  generated  and  stimulates  the  transmission  of  nerve  impulse  have 
been  presented.  Finally,  the  theory  of  action  of  local  anesthetics  has  been  discussed. 
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Variables  of  Interest 

The  major  researeh  variables  are: 

1.  Independent  variables: 

Iontophoresis 
Lidoeaine 
Epinephrine 
EMLA  eream 

2.  Dependent  Variables: 

Pain 

3.  Measurement  Tools: 

Visual  Analog  Scale 

Definition  of  Terms 

For  the  purpose  of  this  study  the  following  terms  have  been  conceptually  and 
operationally  defined: 

1 .  Iontophoresis:  The  method  of  transdermal  administration  of  ionizable  drugs  in 
which  electrically  charged  molecules  are  propelled  across  the  skin  by  an  external 
electric  field.  Operational  definition:  The  amount  of  current  delivered  in  a  set 
period  of  time.  Current  in  milliamps  multiplied  by  duration  in  minutes=  mA  min. 
This  is  equivalent  to  the  amount  of  drug  administered.  1.75  cc  of  4%  Lidoeaine 
HCL  and  0.25  cc  of  Epinephrine  1:50,000  at  a  current  of  3-4  milliamps  for  10-15 
minutes  for  a  total  drug  delivery  of  30-60  milliamp  minutes.  Current  and  duration 
were  based  on  patient  tolerance. 
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2.  Lidocaine:  A  local  anesthetic  used  to  produce  infdtration  anesthesia  and 
epidural  and  peripheral  nerve  blocks.  Operational  definition:  1.75  cc  of  4% 
Lidocaine  HCl. 

3.  Epinephrine  A  synthetie  drug  utilized  as  a  vasoconstrietor,  antispasmodic,  and 
sympathomimetie.  Operational  definition:  0.25ee  of  1:50,000  (.005  mg) 
concentration  of  Epinephrine.  Its  purpose  in  this  study  was  to  increase  the 
duration  of  aetion  of  lidocaine.  (see  Appendix  A) 

4.  EMLA  Cream:  A  eutectic  mixture  of  local  anesthetics.  An  ointment  that 
contains  local  anesthetics  so  that  topical  application  causes  local  anesthesia 
without  the  need  for  injection.  Operational  definition:  6  cm  of  2.5%  Lidocaine 
and  2.5%  priloeaine,  that  will  be  applied  to  the  dorsal  surfaee  of  eaeh  subject  s 
right  hand. 

5.  Eutectic  mixture:  When  a  combination  of  drugs  mixed  together  have  a  lower 
melting  point  than  the  melting  point  of  the  individual  drugs.  EMLA  is  sueh  a 
combination,  which  is  a  liquid  at  room  temperature,  and  the  individual 
components  are  erystalline  solids. 

6.  Pain:  A  subjeetive  feeling  of  distress,  suffering,  or  agony  caused  by  stimulation 
of  specialized  nerve  endings.  An  unpleasant  sensory  and  emotional  experience 
arising  from  actual  or  potential  tissue  damage  or  described  in  terms  of  sueh 
damage.  Operational  definition:  Pain  will  be  quantified  by  10  centimeter  (cm) 
long  horizontal,  visual  analog  scale,  marked  by  the  subjeet  indicating  his  or  her 
level  of  pain.  The  distance  from  the  left  end  of  the  scale  to  the  respondents  mark 
is  measured  in  millimeters,  and  this  number  is  reeorded 
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7.  Visual  Analog  Scale:  A  scale  widely  used  by  anesthesia  providers  when 
assessing  the  intensity  of  aeute  pain  in  elinieal  researeh.  Operational  definition: 
A  lO-ern  horizontal  line  with  anehors  at  eaeh  end  of  the  seale.  The  left  end  of  the 
seale  has  the  anehor  no  pain  (0  em),  while  the  right  end  of  the  line  has  the 
anehor  pain  as  bad  as  it  eould  possibly  be  (10  em) .  (see  Appendix  B) 

8.  IV  eannulation:  The  proeedure  by  whieh  a  eatheter  is  inserted  into  a  vein  for 
the  purposes  of  medieation  administration.  Operational  definition:  For  the 
purposes  of  this  study  a  sueeessful  eannulation  was  noted  by  a  blood  return  into 
the  needle  hub  of  an  18-gauge  angioeatheter. 

Assumptions 

The  following  assumptions  was  pertinent  to  this  study: 

1.  All  subjeets  had  intaet  neurologieal  systems,  and  were  able  to  pereeive, 
and  respond  to  painful  stimuli  in  a  physiologie  manner. 

2.  Pain  is  an  undesirable  experienee. 

3.  The  subjeets  were  honest  in  their  eomments  on  the  two  methods  of 
produeing  topieal  anesthesia. 

Limitations 

The  following  limitations  were  pertinent  to  this  study: 

1.  The  subjeets  were  not  blinded  to  the  treatment  methods  administered. 

2.  No  plaeebo  was  used. 
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CHAPTER  II:  REVIEW  OF  THE  EITERATURE 
Introduction 

In  the  following  pages,  a  historieal  overview  of  the  development  of  Iontophoresis 
and  its  eurrent  uses  today  in  healtheare  will  be  presented.  Researeh  studies  on  the  use  of 
iontophoresis  of  lidoeaine  for  dermal  anesthesia,  from  the  past  17  years,  will  be 
presented.  Finally,  a  brief  review  of  the  eurrent  uses  of  EMEA  cream  will  be  presented, 
as  well  as  researeh  studies  on  its  effieaey. 

Historieal  Overview 

Chien  and  Banga  (1989)  provided  an  exeellent  review  of  the  historical  overview 
of  the  use  of  iontophoresis.  The  idea  of  using  an  eleetrieal  eurrent  to  deliver  eharged 
drugs  aeross  surfaee  tissues  was  originated  by  Veratti  in  1747.  Morton,  in  1898  wrote 
about  an  experiment  in  whieh  he  used  an  eleetrieal  eharge  to  deliver  graphite  into  his 
arm.  At  the  turn  of  the  20*  Century,  Eedue  performed  the  first  well-documented 
experiment  of  iontophoresis  in  whieh  he  introdueed  stryehnine  and  eyanide  into  two 
rabbits  with  a  direet  current.  lehihashi,  in  1936,  began  using  iontophoresis  for  the 
treatment  of  hyperhydrosis.  Harris,  in  1957,  used  iontophoresis  of  loeal  anestheties  for 
the  treatment  of  trigeminal  neuralgia.  Gibson  and  Cooke,  in  1959,  used  lidoeaine  and 
piloearpine  iontophoresis  to  diagnose  eystic  fibrosis.  Sinee  then,  this  proeedure  has  been 
approved  by  the  FDA,  and  now  widely  used  to  diagnosis  eystie  fibrosis.  Finally,  in  the 
1980s  researeh  began  into  the  use  of  iontophoresis  for  the  delivery  of  drugs  systemieally 
for  the  treatment  of  various  disorders. 

There  are  a  variety  of  health  related  diseiplines  that  are  using  iontophoresis  in 
elinieal  praetice.  Physieal  therapy,  dermatology,  otorhinolaryngology,  ophthalmology. 
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and  dentistry  are  some  of  the  more  doeumented  diseiplines  in  the  literature  (Banga  & 
Chien,  1988).  Many  of  these  diseiplines  are  using  iontophoresis  for  the  administration  of 
loeal  anesthesia  before  surgieal  proeedures.  For  example,  iontophoresis  has  beeome  a 
preferred  method  by  some  providers  for  loeal  anesthesia  of  the  eardrum  in  myringotomy. 
In  addition,  many  studies  have  doeumented  loeal  anesthesia  of  the  skin  to  depths  of  1.0 
em  or  more  in  human  volunteers  (Gangarosa,  1993).  Reeently,  iontophoresis  has  been 
tested  for  pain  eontrol  for  a  variety  of  diseases,  and  for  postoperative  analgesia  (Ashbum 
et  ah,  1992).  Gangarosa  (1993,  pg.  164)  noted.  Whenever  an  ionie  drug  is  available  for 
an  appropriate  surfaee  eondition,  the  drug  ean  be  optimally  delivered  by  eleetrieal 
assistanee. 

Researeh  Studies  on  Iontophoresis 

Gangarosa  (1981)  performed  a  study  to  determine  the  praetieal  and  effeetive 
eoneentration  of  lidoeaine  and  epinephrine  to  use  for  loeal  anesthesia  of  the  skin.  He 
eompared  several  loeal  anestheties  with  and  without  epinephrine  to  topieally  applied 
anestheties  for  the  grade  of  anesthesia,  duration,  depth  of  needle  penetration,  and  vaseular 
aetivity.  Sequential  analysis  was  used  as  the  method  of  eomparison.  The  best  results 
were  obtained  with  the  iontophoresis  of  2-4%  lidoeaine  with  epinephrine  1:10,000  to 
1:50,000.  The  eurrent  used  was  1  mA  for  10  minutes.  Gangarosa  also  noted  lidoeaine  to 
be  far  superior  to  proeaine,  tetraeaine,  mepivaeaine  and  bupivaeaine  for  loeal  anesthesia 
of  the  skin. 

Arvidsson,  Ekroth,  Hansby,  Lindholm,  and  William-Olsson  (1984)  were 
eoneerned  that  the  pain  of  venipuneture  was  hindering  people  from  eoming  baek  as  blood 
donors.  In  a  randomized,  double  blind  study  of  47  regular  blood  donors,  they  eompared 
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the  iontophoresis  of  20%  lidocaine  (200mg/ml)  to  a  plaeebo.  Pain  was  elassified  on  a 
three-grade  seale  in  eomparison  to  a  previous  experienee.  The  authors  noted  an  89% 
reduetion  in  pain  for  the  treatment  group  and  28%  for  the  plaeebo. 

Russo,  Lipman,  Comstoek,  Page,  and  Stephen  (1980)  eompared  the  duration  and 
depth  of  anesthesia  produeed  by  the  iontophoresis  of  4%  lidoeaine  to  subeutaneous 
injeetion  of  lidoeaine  and  topieal  applieation  of  4%  lidoeaine.  Phase  one  of  their  study 
was  a  two  faetor,  randomized,  double  blind  study  of  27  subjeets.  The  iontophoresis  of 
lidoeaine  was  eompared  to  lidoeaine  infiltration,  topieal  lidoeaine,  or  plaeebo 
iontophoresis  for  the  duration  of  anesthesia.  In  phase  two,  the  depth  of  needle 
penetration  with  a  suture  was  measured  in  12  subjeets  after  lidoeaine  iontophoresis.  A 
paired  t-test  was  utilized  and  the  results  were  highly  signifieant,  p  <0.001.  The  mean 
duration  of  anesthesia  for  the  iontophoresis  was  14.5  minutes  and  22.2  minutes  for  the 
infiltration  method.  The  problem  with  this  study  was  that  no  site  was  monitored  for  more 
than  40  minutes.  Overall,  they  reported  the  lidoeaine  applied  by  iontophoresis  was  more 
effeetive  in  produeing  skin  anesthesia  than  applied  by  topieal  application,  but  analgesia 
duration  was  shorter  than  that  provided  by  the  infiltration  method.  They  concluded  that 
lidoeaine  iontophoresis  was  an  effective  method  of  producing  local  anesthesia  for  about 
five  minutes  without  the  use  of  local  infiltration. 

Irsfeld  et  al.  (1993)  performed  an  experiment  to  compare  the  efficacy  of  EMLA 
cream  to  that  of  iontophoretically  applied  5%  lidocaine  with  1:50,000  epinephrine  to  pain 
on  intravenous  venipuncture  and  injection  of  hyperosmolar  saline.  Their  study  consisted 
of  six  adult  volunteers  in  which  pain  was  induced  by  a  27-guage  cannula  during 
venipuncture.  Hyperosmolar  saline  (2500  milli-osmols/  kg)  was  used  for  the  injection 
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method.  The  depth  of  anesthesia  was  determined  at  five  different  sites  by  the  use  of  a  27- 
gauge  cannula  until  pain  or  discomfort  was  felt.  A  visual  analog  scale  was  used  to 
measure  the  pain  on  injection.  Wilcoxon  s  signed  rank  test  was  used  for  statistical 
analysis,  and  the  results  were  significant  (p<0.05).  Pain  on  injection  was  significantly 
reduced  by  iontophoresis,  than  the  EMLA  cream.  The  depth  of  needle  penetration  was 
deeper  for  the  iontophoresis,  with  a  mean  of  6.0  mm,  range  4.8-7.4mm,  than  EMLA 
cream,  mean  4.4mm,  range  3. 2-4. 8mm.  No  difference  in  duration  of  anesthesia  was 
noted  for  either  method.  They  noted  that  transdermal  local  anesthesia  by  iontophoresis 
reduced  pain  on  IV  injection  of  hyperosmolar  saline,  whereas  venipuncture  was  painless 
with  both  methods.  They  also  noted  that  since  the  iontophoresis  of  lidocaine  reduced  the 
pain  of  hyperosmolar  injection  of  saline  that  it  must  deliver  the  molecules  much  deeper 
into  the  skin  to  block  the  vein  wall  afferents. 

Ashburn  et  al.  (1997)  evaluated  the  clinical  safety  and  effectiveness  of 
iontophoresis  of  2%  lidocaine  HCL  with  epinephrine  1:100,000  to  induce  local  anesthesia 
before  intravenous  (IV)  cannulation.  This  was  a  two-section  study.  The  first  section 
consisted  of  seven  healthy  adults  who  underwent  iontophoresis  to  determine  plasma 
lidocaine  concentrations,  and  any  adverse  effects  from  this  concentration  of  lidocaine  and 
epinephrine.  No  dectable  blood  levels  of  lidocaine  were  noted  after  a  dose  delivery  of 
40ma/min,  and  the  adverse  effects  were  minimal.  The  clinical  phase  of  the  study  was  a 
randomized,  double  blind;  placebo  controlled  study  of  44  patients  who  required  an  IV 
before  outpatient  eye  surgery.  The  purpose  was  to  document  the  degree  of  analgesia  to 
IV  cannulation,  and  the  patient  s  acceptance  of  the  procedure.  The  results  were  that  pain 
was  decreased  with  the  iontophoresis,  it  was  well  accepted  by  the  patients,  and  the 


Pain  Reduction  1 8 


adverse  effeets  were  minimal.  A  10-em  visual  analog  seale  was  used  to  assess  the  pain. 
The  mean  was  0.7  for  the  iontophoresis  group  and  2.1  for  the  plaeebo  group.  They  noted 
that  iontophoresis  of  2%  lidoeaine  with  1:100,000  epinephrine  for  short  delivery  times 
does  not  lead  to  important  systemie  levels  of  lidoeaine.  In  addition,  they  stated  that  this 
method  of  iontophoresis  provides  adequate  skin  anesthesia  for  placement  of  small- 
peripheral  gauge  IV  catheters. 

Zeltzer  et  al.  (1991)  compared  iontophoresis  of  4%  lidoeaine  with  1:50,000 
epinephrine  to  subcutaneous  infiltration  of  lidoeaine  for  local  anesthesia.  This  study  was 
performed  on  13  pediatric  patients,  age  ranges  11-19,  who  were  undergoing 
hemodialysis.  The  purpose  was  to  asses  the  children  s  responses  to  these  two  methods  of 
anesthesia  delivery,  to  evaluate  their  acceptability  and  efficacy  for  reducing  pain  and 
anxiety  associated  with  dialysis  needle  insertion.  A  10-cm  visual  analog  scale  was  used 
to  measure  pain,  anxiety,  and  satisfaction  during  the  procedure.  The  dose  of 
iontophoresis  was  30  mA/min.  Each  child  received  both  methods  at  three  separate  times. 
Three  different  raters  patient,  nurse  and  observer,  rated  each  variable.  The  results 
indicated  that  iontophoresis  was  not  significantly  less  painful  than  the  infiltration  method, 
and  anticipatory  anxiety  decreased  over  time  only  for  the  infiltration  method. 
Iontophoresis  was  less  painful  than  subcutaneous  injection.  For  dialysis  needle  insertion, 
the  iontophoresis  was  not  as  effective  as  the  infiltration  method  for  reducing  the  pain. 

The  authors  postulated  that  disillusionment  with  iontophoresis  was  one  reason  for  this 
result.  They  also  noted  that  although  iontophoresis  was  the  less  effective  of  the  two 
methods,  that  it  was  met  with  more  satisfaction  than  the  injection  method.  A  problem 
noted  by  the  researchers  in  this  study  was  the  large  attrition  rate  due  to  adverse  effects 
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from  the  iontophoresis.  Three  patients  dropped  out  by  time  three  beeause  of 
eomplieations  related  to  the  iontophoresis,  two  with  burns  and  one  beeause  of  the 
prolonged  time  of  administration  for  the  iontophoresis.  In  the  diseussion,  it  was  stated 
that  iontophoresis  of  loeal  anestheties  needs  further  investigation  before  it  ean  be 
reeommended  as  an  alternative  method  of  drug  delivery  in  ehildren. 

EMLA  Cream 

EMLA  eream  is  a  eombination  lidoeaine  2.5%  lidoeaine  and  2.5%  priloeaine.  For 
many  years  in  Europe,  EMLA  eream  has  been  widely  used  as  a  topieal  anesthetie  prior  to 
venipuneture  in  ehildren.  It  has  now  gained  widespread  use  in  the  U.S.  EMLA  eream  is 
predominately  used  for  both  venipuneture,  and  venous  and  arterial  eannulation.  EMLA 
eream  has  also  led  to  a  ehange  in  the  praetiee  of  pediatrie  IV  induetions  in  many 
eountries  in  whieh  this  produet  has  been  available.  Now  intravenous  induetions,  as 
opposed  to  inhalation  induetions  are  gradually  beeoming  the  teehnique  of  ehoiee  for  this 
age  group  (Gajraj  et  al.  1994).  Other  elinieal  uses  of  EMLA  eream  inelude:  lumbar 
puneture,  epidural  injeetions,  drug  reservoir  injeetions,  skin  surgery,  genitourinary 
surgery,  ear,  nose,  throat,  oral  surgery,  lithotripsy,  and  there  are  some  aneedotal  reports 
of  its  use  for  the  treatment  of  postherpetie  neuralgia. 

Hallen,  Carlsson,  and  Uppfeldt  (1985)  performed  a  double  blind,  randomized 
study  of  31  adult  volunteers  to  determine  the  effieaey  of  EMLA  eream  to  a  plaeebo  in 
obtunding  the  pain  produeed  by  venipuneture.  Pain  was  measured  on  a  lO-em  visual 
analog  seale.  Eaeh  subjeet  was  to  reeeive  five  applieations  of  EMLA  and  three  of  the 
plaeebo.  Both  applieations  were  applied  for  one  hour,  and  then  venous  blood  samples 
were  subsequently  drawn.  The  results  noted  that  28  of  the  subjeets  had  lower  pain  seores 


Pain  Reduction  20 


with  EMLA  than  the  placebo,  and  in  the  remaining  three,  EMLA  and  the  placebo  were 
equally  effective  in  reducing  pain.  The  authors  noted  that  these  results  confirm  similar 
results  from  previous  studies  performed  on  the  analgesic  effect  of  EMLA  cream. 

Smith,  Gray,  Ingram,  and  Jewkes  (1990)  performed  a  double  blind  study  of  the 
efficacy  of  EMLA  cream  in  alleviating  the  pain  of  arterial  cannulation.  EMLA  cream 
was  compared  to  infiltration  with  lignocaine  (lidocaine).  The  sample  consisted  of  40 
adults,  who  were  randomly  assigned  to  receive  one  of  four  treatments.  EMLA  cream 
alone,  EMLA  cream  and  0.9%  saline  infiltration,  EMLA  and  1%  Lignocaine  infiltration, 
or  placebo  cream  and  1%  Lignocaine  infiltration.  The  application  time  was  60  minutes 
for  the  EMLA  cream.  Pain  was  measured  on  a  visual  analog  scale  by  the  patients.  A 
four-category  verbal  rating  scale  was  used  by  an  independent  observer  after  arterial 
cannulation.  The  results  were  significantly  lower  pain  scores  (p<0.01 -patient;  observer 
p<0.001)  in  all  patients  who  received  EMLA  cream  when  compared  to  the  placebo  or 
infiltration  group.  The  authors  noted  that  this  study  demonstrates  that  EMLA  cream  is 
useful  for  alleviating  the  pain  associated  with  arterial  cannulation  in  unpremedic ated 
adults. 

Bj erring  and  Arendt-Nielsen  (1990)  performed  a  study  to  determine  the  depth  and 
duration  of  analgesia  to  needle  insertion  produced  by  EMLA  cream  application.  The 
study  consisted  of  12  healthy  volunteers.  Application  times  were  30,  60,  90,  or  120 
minutes.  Sensory  and  pain  thresholds  were  determined  by  inserting  an  18-gauge  needle 
perpendicular  through  the  anesthetized  skin  every  30  minutes  for  four  hours  after  removal 
of  the  EMLA  cream.  Needle  depth  measurements  were  also  done.  Statistical  analysis 
was  done  by  Wilcoxon  s  test  with  a  significance  level  of  p<0.05.  The  results  indicated 
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that  sensory  and  pain  threshold  depths  measured  immediately  after  removal  of  the  EMLA 
eream  inereased  linearly  for  inereasing  applieation  time.  Maximal  dermal  depths  of 
analgesia  (approx.  5mm)  were  obtained  30  minutes  after  a  90-minute  applieation  or 
during  the  60-minute  period  following  the  two-hour  applieation  of  loeal  anesthetie. 

Summary 

In  this  ehapter,  a  historieal  baekground  of  iontophoresis,  its  eurrent  uses  in 
healtheare,  and  researeh  studies  from  the  past  17  years  were  presented.  Previous  researeh 
has  demonstrated  the  ideal  eoneentration  of  lidoeaine  and  delivery  eurrent  to  adequately 
produee  topieal  anesthesia.  The  majority  of  the  researeh  on  iontophoresis  has  eompared 
iontophoresis  to  infiltration  of  lidoeaine,  topieal  lidoeaine  or  plaeebo  methods.  These 
studies  have  shown  its  effieaey  in  producing  adequate  anesthesia  for  venipuncture,  as 
well  as  anesthesia  to  tissue  depths  of  up  to  1cm.  Ashburn  et  al.  (1997)  demonstrated  that 
iontophoresis  is  a  safe  and  effective  means  of  producing  local  anesthesia  for 
venipuncture,  with  minimal  adverse  effects.  In  addition,  studies  have  demonstrated 
EMLA  cream  to  be  effective  in  producing  local  anesthesia  of  the  skin  within  60  minutes 
for  venipuncture.  However,  few  studies  have  been  done  that  directly  compare  the 
iontophoresis  of  lidoeaine  with  epinephrine  to  EMLA  cream  to  determine  which  method 
is  more  effective  in  producing  topical  anesthesia.  Only  one  study,  by  Irsfeld  and 
colleagues  (1993),  directly  compared  these  two  methods  of  producing  topical  anesthesia. 
The  study  showed  that  the  iontophoresis  of  Lidoeaine  reduced  the  pain  of  noxious  stimuli 
whereas  EMLA  cream  did  not.  No  study  to  date  compares  the  two  using  IV  catheter 
insertions  as  the  noxious  stimuli.  Thus,  there  in  is  a  gap  in  the  knowledge  about  these 
two  methods  of  producing  local  anesthesia  that  this  study  will  address. 
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CHAPTER  III;  METHODOLOGY 
Research  Design  and  Procedures 

To  answer  the  question,  Does  the  iontophoresis  of  4%  lidocaine  (40  mg/ml)  with 
epinephrine  1:50,000  (20  mcg/ml)  reduce  the  pain  associated  with  IV  cannulation  more 
effectively  than  EMLA  cream  in  adults?  A  pilot  study  utilizing  the  experimental 
method  with  a  crossover  design  was  used. 

In  this  study,  each  subject  served  as  his  or  her  own  control  (crossover  design). 

The  procedures  for  the  study  consisted  of  the  random  application  of  EMLA  cream  or  the 
iontophoresis  of  4%  lidocaine  HCl  (40  mg/ml)  with  1:50,000  epinephrine  (20  mcg/ml)  to 
either  the  dorsal  surface  of  the  right  or  left  hand.  The  application  time  for  each  treatment 
was  consistent  with  the  manufacture  recommendations.  The  EMLA  cream  was  applied 
under  an  occlusive  dressing  (Tegaderm)  for  60  minutes,  as  recommended  by  the 
manufacturer,  prior  to  intravenous  cannulation.  The  iontophoresis  procedure  was 
consistent  with  the  Life-Tech  local  Anesthesia  protocol,  as  depicted  in  Appendix  A, 
which  consists  of  using  2-4%  lidocaine  and  epinephrine  1:10,000-1:200,000.  A  current 
of  4  mA  was  used  for  a  period  of  10  minutes.  The  current  was  slowly  increased, 
according  to  the  subject  s  comfort  level,  to  maximum  of  4  milliamps  for  a  total  delivery 
time  of  10  minutes.  This  equated  to  a  delivery  current  of  40  milliamp  minutes  (current  X 
duration  =  delivery  current).  After  completion  of  the  treatment  measures,  an  18  gauge 
intravenous  angiocatheter  was  inserted  into  a  suitable  vein  under  the  treatment  site  by  the 
principle  investigator.  This  size  angiocatheter  was  selected  because  this  is  the  standard 
size  IV  catheter  used  on  adult  patients  in  the  operating  room  for  fluid  volume 
replacement.  The  insertion  of  the  angiocatheter  was  randomized  among  subjects  as  to 
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which  hand  receives  the  venipuneture  first. 

Immediately  after  a  flash  baek  of  blood  was  noted  in  the  needle  hub  of  the 
angioeatheter,  the  subject  was  asked  to  rate  their  pain  level  assoeiated  with  IV 
eannulation  using  a  10-em  horizontal  Visual  Analog  Seale  (VAS).  In  addition,  eaeh 
subjeet  was  asked  to  deseribe  their  preferenee  coneerning  the  two  treatment  methods  on  a 
pieee  of  paper.  This  added  a  qualitative  method  to  this  study,  and  allowed  the 
investigator  to  identify  eommon  variables  among  subjeets,  and  helped  answer  the  seeond 
researeh  question;  Is  iontophoresis  of  4%  lidoeaine  HCl  with  Epinephrine  1:50,000  or 
EMLA  eream  preferred  by  adults  before  intravenous  eannulation? 

Equipment  and  Materials  Utilized 

The  iontophoresis  was  initially  eompleted  utilizing  the  Mierophor“  lontophoretie 
applieator,  model  number  6121,  and  Meditrode  drug  delivery  eleetrodes  manufaetured  by 
Eife-Tech,  Ine.  (1998,  Houston,  TX).  During  the  initial  data  collection  process  with  this 
unit,  inconsistent  results  (will  be  presented  in  ehapter  four)  were  diseovered.  Eife-Teeh, 
Inc.  was  contacted,  and  a  new  unit,  the  Iontophor-PM/DX“  applieator  was  obtained  for 
the  final  data  colleetion.  The  Mierophor“  unit  was  sent  baek  to  Eife-Teeh,  Ine.  for 
testing.  The  lidoeaine  utilized  was  a  eommereial  preparation  of  4%  lidoeaine  HCE  (40 
mg/ml)  (Astra  Pharmaeeuticals,  Westborough,  MA),  Epinephrine  1:50,000  (20  meg/ml) 
was  added  to  this  preparation  prior  to  the  treatment  began.  The  amount  of  Eidoeaine  HCl 
used  was  a  total  of  1 .75  ml,  whieh  equals  70  mg.  The  dose  of  epinephrine  used  was  a 
total  of  0.25  ml,  whieh  equals  5  meg.  The  EMEA  eream  (Astra  Pharmaceutieals, 
Westborough,  MA),  was  the  standard  2.5%  Eidoeaine  HCl  and  2.5%  Priloeaine 
eommereial  mixture.  The  dose  of  Eidoeaine  HCl  in  EMEA  eream  is  25  mg  per  gram  and 
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for  Prilocaine  is  25  mg  per  gram.  For  this  study,  a  total  of  2.5  grams  was  either  plaeed 
over  a  6-em  area  on  the  dorsal  surfaee  of  the  subjeets  right  or  left  hand.  This  equaled  a 
total  dose  of  62.5  mg  of  Lidoeaine  HCl  and  Priloeaine.  Sterile  18  gauge- 1.1 6  ineh 
angioeatheters  (Beeton  Diekinson,  Sandy,  UT)  were  utilized  for  the  venipuneture. 

Sampling 

This  study  took  plaee  in  a  pre-seleeted  room  at  the  Uniformed  Serviees  University 
of  the  Health  Scienees  (USUHS).  After  institutional  review  board  approval,  a 
eonvenienee  sample  of  29  adult  volunteers  partieipated  in  this  study.  The  initial  15 
subjeets  partieipated  in  the  initial  data  eolleetion  utilizing  the  Mierophor“  iontophoresis 
unit  prior  to  equipment  problems  being  identified.  Another  14  subjeets  were  enrolled 
utilizing  the  Iontophor-PM/DX“  unit,  and  a  new  data  eolleetion  proeess  began.  Neither 
eoereion,  nor  eompensation  was  used  to  reeruit  volunteers.  All  subjeets  were  students 
from  the  Graduate  School  of  Nursing  Students  at  USUHS.  Informed  consent  (see 
Appendix  D)  was  obtained  from  all  subjects  prior  to  data  collection. 

Measurement  Methods 

A  10-cm  horizontal  VAS  (see  Appendix  B)  was  utilized  to  quantify  the  pain 
response  to  IV  cannulation.  Each  subject  marked  his  or  her  level  of  pain  on  this  scale 
immediately  after  a  flash  back  of  blood  was  noted  in  the  needle  hub.  The  distance  from 
the  left  of  the  scale  to  the  subject  s  mark  was  recorded  in  millimeters.  In  addition,  each 
subject  was  asked  the  following  question  (see  Appendix  C).  Please  describe  the 
adequacy  of  the  treatment  measures  you  just  received,  and  comment  on  how  effective 
you  thought  each  method  was,  as  well  as  any  preference  you  may  have. 
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Validity 

The  validity  of  an  instrument  is  the  degree  to  which  that  instrument  measures 
what  it  is  intended  to  measure.  The  very  subjective  nature  of  pain  makes  it  difficult  to 
adequately  quantify  pain.  Numerous  studies  have  been  done  to  demonstrate  the  validity 
of  the  VAS.  A  study  performed  by  Ohnhaus  and  Adler  (1975)  compared  the  verbal 
rating  scale  (VRS)  to  the  VAS  and  noted  the  correlation  between  the  two  instruments  to 
be  highly  significant,  r=0.81,  p<0.001.  The  authors  felt  that  the  VAS  assessed  more 
closely  what  a  patient  actually  experiences  with  respect  to  change  in  pain  intensity  than 
the  verbal  rating  scale.  Scott  and  Huskisson  (1976)  attained  similar  results;  the  VAS 
correlated  well  with  other  measures  of  methods  of  measuring  pain.  Taenzer  (1983)  noted 
a  significant  correlation  between  the  McGill  Pain  Questionnaire  and  the  VAS,  noting  that 
both  of  these  methods  are  valid  and  appropriate  methods  for  assessing  pain.  Therefore, 
sufficient  studies  have  been  done  to  adequately  justify  the  validity  of  the  VAS  as  a 
method  of  assessing  pain  intensity. 

Reliability 

Reliability  is  defined  as  the  degree  to  which  an  instrument  consistently  measures 
characteristics  for  which  it  was  designed  to  measure.  The  reliability  of  the  VAS  has  been 
demonstrated  (Aitken,  1969;  Huskission,  1983).  Huskission  (1979)  noted  a  correlation 
coefficient  of  0.99  between  successive  measurements  of  pain  on  a  VAS,  and  thus 
reproducibility  is  not  a  problem.  Revill,  Robinson  and  Hogg  (1976)  using  the  test-retest 
method  obtained  correlations  of  0.95-0.99  when  they  asked  subjects  to  remember  a 
distant  pain  after  five  minutes  and  24  hours.  Therefore,  the  reliability  of  the  VAS  has 
been  demonstrated  using  a  variety  of  techniques. 
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Protection  of  Human  Rights 

Participation  in  this  study  was  voluntary,  and  participants  were  free  to  withdraw 
at  any  time  if  they  desired,  without  jeopardy  to  themselves.  Participants  were  required  to 
give  informed  consent  to  voluntarily  participate  in  this  study,  prior  to  beginning  the 
procedure  (see  Appendix  D).  As  part  of  the  consent  procedure,  each  subject  was  assessed 
for  any  allergies  to  the  local  anesthetics  being  utilized  in  this  study.  Subjects  found  to 
have  sensitivity  to  local  anesthetics  were  excluded  from  the  study.  In  addition,  any 
subject  with  skin  imperfections  on  his  or  her  hands  was  excluded.  These  imperfections 
include  moles,  scars,  warts,  or  damaged  skin. 

The  VAS  and  the  comment  form  were  numerically  coded  at  the  top,  rather  than 
listing  the  name  of  the  individual  on  the  form,  in  order  to  treat  obtained  data  with 
anonymity  and  confidentiality. 

The  risks  associated  with  the  treatment  measures  included  temporary  erythema/ 
blanching  of  the  iontophoretically  treated  site,  and  minor  stinging  or  burning  sensations. 
Potential  adverse  risks  also  included  failure  to  cannulate  the  vein,  bruising  at  the 
intravenous  site,  failure  to  produce  adequate  analgesia,  and  potential  allergic  reactions  to 
local  anesthetics  were  all  potential  adverse  risks. 

Data  Analysis 

Data  collection  consisted  of  pain  scores  utilizing  a  VAS.  Data  analysis  was 
accomplished  using  inferential  statistics.  The  sample  size  for  this  study  was  originally 
planned  to  be  20  adult  subjects  for  each  treatment  variable.  The  desired  sample  size, 
based  on  Kraemer  and  Thiemann  (1987)  table  for  a  paired  t-test,  was  18  subjects  per 
group.  Sample  size  calculations  were  based  on  the  following  assumptions: 
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1 .  A  power  analysis  of  0.80 

2.  An  alpha  or  significance  level  of  0.05 

3.  Medium  to  large  effect  size 

However,  due  to  equipment  problems,  the  final  sample  in  the  lontophor-PM/DX 
group  consisted  of  14  adult  subjects.  An  unpaired  t-test  was  used  with  an  alpha  level  at 
0.05  to  test  the  differences  between  mean  VAS  scores.  The  software  utilized  for  data 
analysis  was  SPSS  version  8.0  for  Windows  98  (1998). 
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CHAPTER  IV:  ANALYSIS  AND  INTREPRETATION  OF  DATA 

Introduction 

In  this  chapter  the  results  of  data  eollection  will  be  presented.  Initial  data  from 
the  MicroPhor“  lontophoretic  Drug  applicator  ,  will  be  presented  as  well  as  data 
colleeted  utilizing  the  Iontophor“-PM/DX  unit“.  An  analysis  of  the  data  will  be 
provided. 

The  purpose  of  this  study  was  to  compare  the  efficacy  of  iontophoresed  lidocaine 
and  topically  applied  EMLA  cream,  in  produeing  local  anesthesia  prior  to  IV  cannulation 
in  adults.  An  initial  convience  sample  of  15  adult  volunteers  enrolled  in  the  study,  but 
the  results  were  not  consistent  with  data  analysis.  A  new  convience  sample  of  14  adult 
volunteers  was  enrolled  in  the  study.  Each  subject  received  an  application  of  2.5  grams 
of  EMLA  cream  and  iontophoresed  4%  lidocaine  HCl  with  1:50,000  epinephrine  to  the 
dorsal  surface  of  either  the  right  ot  left  hand.  EMLA  cream  was  applied  60  minutes  prior 
to  intravenous  cannulation.  Iontophoresed  4%  lidocaine  HCl  with  1:50,000  units  of 
epinephrine  was  applied  for  1 1  minutes  at  current  of  4  milliamps,  prior  to  intravenous 
cannulation.  After  both  treatments  were  completed,  an  18-gauge  angiocatheter  was 
inserted  into  a  suitable  vein,  under  the  treatment  sites,  by  the  principal  investigator. 
Immediately  after  a  flash  back  of  blood  was  noted  in  the  hub  of  the  angiocatheter, 
subjects  were  asked  to  rate  the  pain  associated  with  the  IV  cannulation  on  a  10-cm 
horizontal  VAS.  Subjects  were  also  asked  to  provide  written  comments  about  the  two 
treatment  measures  and  to  state  which  treatment  they  preferred. 

Data  Analysis:  MicroPhor“ 

A  total  of  15  student  volunteers  enrolled  in  this  study  in  which  the  MicroPhor“ 
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lontophoretic  Drug  applicator  was  used,  ten  male  and  five  female  volunteers.  Eaeti 
treatment  was  randomized  as  to  the  right  or  left  hand  of  eaeh  volunteer,  as  well  as  whieh 
hand  reeeived  the  venipuneture  first  (iontophoresis  or  EMLA  Cream).  The  EMEA  eream 
applieation  was  plaeed  60  minutes  prior  to  the  venipuneture.  The  iontophoresis 
proeedure  began  at  50  minutes  after  the  EMEA  eream  was  applied,  and  it  eonsisted  of  a 
total  dose  delivery  of  40  mA/minutes  (eleetrie  eurrent  was  set  a  0.0  mA  and  was 
inereased  to  a  maximum  of  4.0  mA  for  10  minutes).  Results  of  the  initial  data  are 
presented  in  Figures  4  and  5. 
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Figure  4. 

Visual  Analog  Scale  Scores  for  Pain  with  Veinpuncture  for  the  Microphor“ 


Iontophoresis  Unit  and  EMLA  Cream. 
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TreimEnt 

Figure  5. 

Mean  VAS  Score:  EMLA  Cream  vs.  Microphor“. 

The  mean  VAS  scores  for  the  EMLA  group  was  27  mm  (S.D.  26  mm).  The 
mean  VAS  score  for  the  Iontophoresis  group  was  37  mm  (S.D.  19  mm).  The  wide 
variation  in  scores  in  both  groups  is  demonstrated  in  Table  1. 


Table  1 

VAS  Scores:  Microphor“  Iontophoresis  Unit  and  EMLA  Cream  Minimum  and 

Maximum  (mm) 


N 

Range 

Minimum 

Maximum 

Mean 

S.D. 

EMLA 

15 

86 

1 

87 

27 

26 

Iontophoresis 

15 

58 

10 

68 

37 

19 
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Near  the  end  of  this  data  eollection,  it  beeame  apparent  that  the  results  were  not 
eonsistent  with  data  reported  by  previous  investigators.  The  wide  ranges  of  VAS  seores 
for  both  treatment  groups  and  the  large  standard  deviations  were  a  eoneern.  The  batteries 
in  the  lontophoretie  unit  were  replaeed  and  all  eonneetions  were  verified  with  the 
manufaetures  instruetion  manual.  The  author  questioned  whether  the  MieroPhor“  unit 
was  working  properly.  Life-Teeh,  Ine.  was  eontaeted.  The  unit  was  returned  and  they 
verified  our  eoneern  that  the  Microphor“  unit  was  not  funetioning.  They  then  provided 
a  different  unit,  the  Iontophor“-PM/DX.  This  unit,  although  different  from  the 
MicroPhor“  unit,  was  fully  programmable  and  allowed  for  a  more  preeise  delivery  of 
eurrent  and  dose  time  to  the  subjeet.  Beeause  data  from  the  initial  sample  were  not  valid, 
a  new  data  eolleetion  process  was  started  utilizing  this  unit. 

Data  Analysis:  Iontophor“-PM/DX  and  EMLA  Cream 
Fourteen  different  volunteers  were  enrolled  in  the  study  utilizing  the  Iontophor“- 
PM/DX  unit,  eight  males  and  six  females.  Results  of  the  data  collection  are  presented  in 
Figures  6  and  7. 
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I  IeMLA  Cream 
(VAS  mm) 


lomtophor-PMCiX 


The  mean  VAS  seores  for  the  EMLA  group  was  14  mm  (S.D.  18  mm).  The  mean 
VAS  seore  for  the  Iontophoresis  group  was  3  mm  (S.D.  3  mm).  Deseriptive  statisties  are 
presented  in  Table  2. 

Table  2: 


VAS  Scores.  EMLA  Cream  and  IontoDhor“-PM/DX  lontonhoresis  Unit 
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To  answer  the  question,  Is  iontophoresis  of  4%  lidoeaine  HCl  with  Epinephrine 
1:50,000  or  EMLA  eream  preferred  by  adults  before  intravenous  eannulation,  subjeets 
were  asked  to  provide  eomments  in  writing  about  the  two  treatment  methods  (Appendix 
D)  they  reeeived.  The  qualitative  data  was  analyzed  for  overall  positive,  negative  or 
neutral  comments,  as  well  as  for  major  themes.  There  data  are  presented  in  Figure  8. 
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Figure  8. 

Frequency  Distribution  of  Written  Responses  to  Treatment  Preference. 

The  majority  of  subjects  (71%,  n=10)  preferred  iontophoresis  method  to  EMEA 
cream  for  topical  anesthesia  prior  to  IV  placement.  The  remaining  four  subjects 
preferred  the  EMEA  (14%,  n=2)  cream  or  had  no  preference  (14%,  N=2).  One  common 
theme  in  many  of  the  written  responses  included  pain  and  or  discomfort  with  the 
iontophoresis  treatment  (36%,  n=5).  Three  of  the  ten  subjects  who  preferred  the 
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iontophoresis  method  also  indicated  they  had  pain  or  discomfort  from  the  iontophoresis 
treatment.  Two  subjects  who  preferred  the  EMLA  cream  also  indicated  they  had  pain  or 
discomfort  with  the  iontophoresis  treatment. 

Inferential  Statistics: 

Table  3. 

Statistical  Significance  of  Mean  Differences  in  VAS  Scores:  EMLA  and 
Iontophoresis 


Single  sample  t-test  of  null  hypothesis 

t 

df 

iH 

Mean 

Difference 

95%  Confidence  Interval  of 
the  Difference 

Lower 

EMLA 

2.904 

13 

.012 

14.321 

3.666 

24.977 

4.068 

13 

.001 

3.393 

1.591 

5.195 

Both  methods  reduced  the  pain  to  IV  cannulation.  However,  the  iontophoresis 
method  overall  reduced  the  pain  to  IV  cannulation  more  effectively  than  the  EMLA 
cream  method  (p=0.001).  There  was  less  variability  in  VAS  scores  with  the 
iontophoresis  treatment  than  with  the  EMLA  treatment.  These  results,  along  with  the 
analysis  of  the  written  comments  from  Figure  8,  indicate  that  the  iontophoresis  of  4% 
Lidocaine  HCl  with  Epinephrine  1:50,000  (20  micrograms/millimeter  [mcg/ml])  may 
reduce  pain  more  effectively  than  EMLA  cream  to  intravenous  cannulation  in  adults. 
Further,  in  this  study  the  iontophoresis  method  of  producing  topical  anesthesia  was  the 
preferred  method. 
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Discussion 

Several  additional  findings  were  identified  during  the  data  colleetion  proeess. 

First  is  the  malfunetion  of  the  iontophoresis  unit  may  not  be  readily  identified.  Any  time 
eleetrieal  equipment  is  used  there  is  always  a  potential  for  it  to  malfunetion.  This  ean 
lead  to  injury  to  the  patient,  inaecurate  results,  false  positives  and  negatives.  As  was 
identified  in  this  researeh,  data  eolleetion  was  almost  eomplete  using  the  MicroPhor“ 
iontophoresis  unit  before  it  beeame  apparent  that  the  data  was  not  eonsistent  with  other 
studies.  The  mean  VAS  seores  for  the  EMLA  eream  groups  in  both  the  initial  data 
eolleetion  and  the  final  data  eolleetion  were  consistent  at  27  mm  and  14  mm, 
respeetively.  However,  there  were  wide  differences  in  the  mean  VAS  scores  between  the 
Mierophor“  and  Iontophor“-PM/DX  units  (37  mm  and  3  mm,  respeetively).  The 
author  subsequently  found  that  the  unit  was  not  funetioning  properly.  This  is  an 
important  finding  as  anesthesia  providers  eould  be  using  a  pieee  of  equipment  and  not  be 
aware  that  is  not  working  properly  until  elinieal  signs  are  noted.  An  ineidental  finding 
from  this  researeh  was  that  several  subjeets  reported  having  pain  or  discomfort  associated 
with  the  iontophoresis  treatment. 
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CHAPTER  V:  DISCUSSION  &  RECOMMENDATIONS 
Introduction 

The  purpose  of  this  study  was  to  eompare  the  iontophoresis  of  lidoeaine  with 
epinephrine  to  EMEA  cream  for  produeing  loeal  anesthesia  prior  to  intravenous 
cannulation.  A  deseriptive  pilot  study  utilizing  the  experimental  method  with  a  eross 
over  design  was  used.  The  speeifie  researeh  questions  were  answered. 

Researeh  Questions 

1.  Does  iontophoresis  of  4%  Eidoeaine  HCl  with  Epinephrine  1:50,000  (20 
micrograms/millimeter  (meg/ml)  reduee  pain  more  effeetively  than  EMEA  eream  to 
intravenous  cannulation  in  adults? 

2.  Is  iontophoresis  of  4%  lidoeaine  HCl  with  Epinephrine  1:50,000  or  EMEA 
eream  preferred  by  adults  before  intravenous  eannulation? 

Results  were  that  the  iontophoresis  of  4%  Eidoeaine  HCl  with  Epinephrine 
1:50,000  (20  mcg/ml)  redueed  pain  associated  with  intravenous  cannulation  in  adults 
more  effeetively  than  EMEA  eream  to  (14  mm  vs.  3  mm  for  the  EMEA  cream  and 
Iontophoresis,  respeetively).  The  majority  of  subjeets  preferred  the  iontophoresis  of  4% 
lidoeaine  HCl  with  Epinephrine  1:50,000  to  EMEA  eream  prior  to  intravenous 
eannulation. 

Eimitations 

Two  additional  limitations  of  this  study  were  identified;  first  was  the  failure  of  the 
Mierophor  iontophoresis  unit.  The  second  was  the  pain  the  subjeets  experienced  with  the 
iontophoresis  treatment.  Beeause  the  data  were  invalid  from  the  Mierophor  treatment 
group,  new  samples  of  subjeets  were  enrolled.  This  redueed  the  sample  size  of  the  study. 
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and  delayed  eompletion  of  the  data  eolleetion  process.  The  fact  that  some  subjects  did 
experience  pain  or  discomfort  with  iontophoresis  treatment  could  have  influenced  their 
VAS  score  indirectly. 

Discussion 

The  incidence  of  these  side  effects  (pain  or  discomfort)  was  similar  to  what  other 
investigators  have  noted,  tingling,  warmth,  itching,  and  erythema  beneath  the  ground 
electrode,  in  their  research  when  utilizing  iontophoresis,  as  well  as  the  manufacture 
(Zempsky,  Anand,  Sullivan,  Fraser,  &  Cucina,  1998).  Superficial  bums  have  even  been 
reported  and  may  be  due  to  the  misuse  of  this  technology  or  poor  electrode  constmction. 
Although  most  subjects  in  our  study  reported  slight  or  no  discomfort,  some  did 
experience  burning  and  pain.  One  subject  after  receiving  iontophoresis  with  the 
Iontophor“-PM/DX  group  did  develop  a  small  superficial  burn  under  the  ground 
electrode.  Despite  the  discomfort,  the  majority  of  subjects  reported  a  preference  for 
iontophoresis.  These  results  are  similar  to  the  results  from  the  study  completed  by  Kim, 
Kini,  Troshynski,  and  Henner  1999),  in  which  the  majority  of  their  subjects  also  noted  a 
strong  preference  to  use  iontophoresis  again. 

The  result  of  the  iontophoresis  treatment  in  this  study  were  consistent  with 
previous  published  research  on  lidocaine  iontophoresis.  Zempsky  et  al.  (1998)  noted  less 
pain  with  intravenous  placement  in  42  children  aged  7-18  years,  after  2%  lidocaine  with 
epinephrine  compared  with  placebo  therapy.  Kim  et  al.  (1999)  also  noted  similar  results 
with  2%  lidocaine  with  1:100,000  epinephrine  as  compared  to  placebo  therapy,  in 
children  undergoing  peripheral  intravenous  catheter  insertion  in  the  emergency 
department.  Both  of  these  studies  along  with  results  of  our  study  illustrate  the  efficacy  of 
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lidocaine  iontophoresis  in  producing  dermal  anesthesia  prior  to  intravenous  line  insertion. 

This  study  may  be  the  first  to  compare  lidocaine  iontophoresis  to  EMLA  cream 
for  intravenous  catheter  insertion  in  adults.  The  fact  that  the  lidocaine  iontophoresis 
reduced  the  pain  to  IV  catheter  insertion  more  effectively  than  EMLA  cream,  in  less  than 
10  minutes,  provides  anesthesia  providers  with  another  method  to  produce  dermal 
anesthesia.  A  drawback  of  this  treatment  includes  the  potential  for  equipment 
malfunction,  and  the  discomfort  with  the  iontophoresis  treatment,  both  of  which  occurred 
in  this  study.  Another  factor  not  addressed  in  this  research  is  the  cost  associated  with  the 
iontophoresis  treatment.  This  could  be  a  drawback  to  anesthesia  departments  adopting 
this  method  of  dermal  anesthesia.  The  cost  of  the  iontophoresis  treatment  could  be  made 
up  by  the  time  saved  as  compared  to  EMLA  cream. 

The  conceptual  framework  for  this  research  study  was  Imogene  King  s  (as  cited 
in  Evans,  1991)  Theory  of  Goal  Attainment.  The  phenomena  of  concern  in  this  theory 
was  based  on  processes  and  outcomes.  The  process  is  mutual  goal  setting  between  the 
nurse  and  the  client,  and  the  outcome  is  the  goal  to  be  obtained  that  can  be  measured  by  a 
change  in  behavior.  In  this  study,  the  process  was  either  the  iontophoresis  of  4% 
lidocaine  HCl  with  epinephrine  or  EMLA  cream  prior  to  IV  cannulation,  and  the  outcome 
was  the  reduction  of  pain  to  intravenous  cannulation.  The  results  of  this  study  indicate 
that  the  process,  iontophoresis  treatment,  achieved  the  goal,  reduction  of  pain  prior  to  IV 
cannulation. 

Recommendations 

A  number  of  recommendations  for  future  studies  were  identified  during  this 
research.  First,  a  randomized  double -blind  study  for  IV  cannulation,  comparing  lidocaine 
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iontophoresis  to  saline  iontophoresis  to  EMLA  erearn,  to  intradermal  lidoeaine  in  a 
elinieal  setting  sueh  as  the  pre-operative  holding  area.  A  study  focusing  on  the  cost 
analysis  of  these  two  methods  to  determine  which  method  is  more  feasible  in  a  busy 
anesthesia  practice.  Finally,  future  research  efforts  should  determine  additional  clinical 
applications,  such  as  arterial  or  lumbar  punctures,  of  lidoeaine  iontophoresis,  the 
minimum  total  dose  required  to  achieve  effective  dermal  anesthesia,  and  its  efficacy  in 
children. 

Although  far  from  perfect,  dermal  anesthesia  by  lidoeaine  iontophoresis  offers  an 
attractive  alternative  to  EMLA  cream  for  IV  insertion.  It  was  concluded  that  lidoeaine 
iontophoresis  is  an  effective  method  of  producing  dermal  anesthesia  in  adults  undergoing 
PIV  placement  prior  to  surgery. 
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APPENDIX  A 

Life  Tech,  Inc  Needle  Buster  Setup  Chart  &  Local  Anesthesia  Protocol  Chart 


Life-Tech,  Inc. 

1 0920  Kinghurst  •  Houston.  TX  77099 
713-49.S-941I  'Fax:  7I.M95-7950  •  1-800-2.21-9841 


NeedleBuster®  Setup  Chart 
Meditrode  (6570)  and  Gel-Trode  (6585) 


A.gc 

0-2  Yrs- 

2-6  Yrs. 

6+  Yrs.  /  Patient  Comfort  Level 

Current 

.5  -  1.5 

1.5-3 

3-4 

Time  (minutes) 

20-6(1 

15-20 

10-15 

Meditrode  Fluid 
Capacit)’ 

Bandaid 

6570S 

1,5  CC 

Small  Square 
6570M 

2CC 

Round  65 70R 

6CC 

Large  6570S 
7CC 

Skin  Preparation 


1. 


Inspect  site  for  skin  imperfections. 

Caution:  Do  not  place  electrode  over  skin  impcrfeaions  such  as  moles,  scars,  warts,  or  damaged  skin.  If  can  not  be 
avoided,  innate  damaged  area  bt'  apphing  Vaseline  with  a  Q-tip  over  imperfection  only.  Clip  excessive  hair  if 
necessarj-.  Do  not  shave  treatment  area  within  24  hours  before  treatment. 

Wipe  with  alcohol  swab  and  let  dr\- 
Caution;  Do  not  abrade  /0_0 


Meditrode  Application 


k.570(x)|  |658S(xx)  | 


Remove  backing  from  6370(x)Medilrode® 

Apph  to  clean  &  dn  treatment  area,  slightly  stretching  while  applying  to  remove  all  wrinkles 
Connect  the  red  NeedleBuster  lead  wire  to  the  active  drug  delivetv  Meditrode®  (6570  series) 

Remove  backing  from  the  6585(xx)  seif  adhenng  dispersive  Gel-Trode 

Apph-  to  clean  &  dry  treatment  area  starting  from  the  center  and  pressing  towards  the  end  to  smooth  all  wrinkles 
Connect  the  black  NeedleBuster®  lead  wire  to  the  self  adhering  dispersive  Gel-Trode 

Saturate  the  6570(x)active  deliveiy  Meditrode  with  drug  solution  1,-  placing  the  syringe  tip  into  the  fill  ports  and 
injecting  fluid  until  electrode  saturation  is  achie^’ed. 


Meditrode 

Bandaid 

Small  Square 

Round 

Large  Square 

Ruid 

6570S 

6570M 

6570R 

6570L 

Capacity 

1.5  CC 

2  CC 

6CC 

7CC 

NeedleBuster  ®  Connection 

1 .  Com^  leads  to  NeedleBuster®  by  connecting  the  read  lead  to  the  red  connector  labeled  “Drug  (+)”and  the  black  lead 
to  the  black  connector  labeled  “RTRN  {-)" 

‘he  "PWR”  light  is  on  and  the 

OPN’  light  IS  off.  If  OPN^  occurs,  consult  NeedleBuster  operating  manual. 

3.  Set  Current  as  shown  above  by  rotating  Current  knob  clockwise  to  increase  deUvery  time  and  counter  clockwise  to 
decrease  delivery  time 

4.  Set  Time  as  shown  above  by  rotating  Time  knob  clockwise  to  increase  dehven-  lime  and  counter  clockwise  to  decrease 

dehverv' time.  — 


APPENDIX  B 
Visual  Analog  Scale 


Visual  Analogue  Scale 


This  is  a  scale  representing  your  pain.  The  left  end  represents  no  pain  at  all,  and 
the  right  end  represents  pain  as  bad  as  it  could  possibly  be.  Mark  a  point  somewhere  on 
this  scale  that  represents  where  your  pain  level  is  at  this  moment. 


NO  PAIN 


PAIN  AS  BAD  AS  IT 
COULD  BE 


Date:  - 

Time: 

Subject  Number: 


Degree  of  difficulty  with  venipuncture: 

l^easy  2=moderately  easy  3=  difficult  4=  very  difficult 


APPENDIX  C 
Comments  Form 


Please  use  this  form  to  write  down  any  eomments  that  you  can  provide  us  about 
the  two  treatment  measures  you  just  received.  Specifically  comment  on  which  method  of 
producing  local  anesthesia  you  preferred,  and  why.  Also,  comment  on  whether  you 
would  use  Iontophoresis  or  EMLA  cream  again. 


Date:  - 

Time: 

Subject  Number: 


APPENDIX  D 
Informed  Consent 


Informed  Consent  Form 


Researeh  Study 

A  COMPARISON  OF  THE  IONTOPHORESIS  OF  LIDOCAINE  WITH  EPINEPHRINE  TO 
EMLA  CREAM  FOR  REDUCTION  OF  PAIN  TO  INTRAVENOUS  CANNULATION  IN 

ADULTS 

My  name  is  LTJG  Kenneth  L.  Spenee.  I  am  a  Nurse  Anesthesia  graduate  student 
eondueting  researeh  for  my  master  s  thesis.  You  are  being  asked  to  take  part  in  a 
researeh  study.  Before  you  deeide  to  be  a  part  of  this  researeh  study,  you  need  to 
understand  the  risks  and  benefits  so  that  you  ean  make  an  informed  deeision.  This  is 
known  as  informed  eonsent.  This  eonsent  form  provides  information  about  the  researeh 
study,  whieh  has  been  explained  to  you.  Onee  you  understand  the  study  and  the  tests  it 
requires,  you  will  be  asked  to  sign  this  form  if  you  desire  to  partieipate  in  the  study. 

Your  deeision  partieipate  is  voluntary.  This  means  that  you  are  free  to  ehoose  if  you  will 
take  part  in  the  study. 

Purpose  and  Procedures 

The  Department  of  Nursing  Anesthesia  of  the  Uniformed  Serviees  University  of 
the  Health  Seienees  is  earrying  out  this  researeh  study  to  find  out  whether  the  use  of  a 
small  eleetrie  eurrent  to  deliver  a  loeal  anesthetie  aeross  the  skin  is  more  or  less  effeetive 
than  a  topieally  applied  loeal  anesthetie  to  reduee  the  pain  of  intravenous  eannulation  in 
adults.  Twenty  volunteers  will  be  asked  to  partieipate  in  this  researeh  study. 

Iontophoresis  is  the  proeess  of  delivering  a  medieation  aeross  the  skin  using  an  eleetrie 
eurrent.  EMLA  eream  is  a  topieal  numbing  medieation  used  prior  to  plaeing  an 
intravenous  eatheter. 

The  proeedure  for  this  study  ineludes  the  applieation  of  the  EMLA  eream  to  the 
top  of  a  randomly  seleeted  hand  with  a  elear  tegaderm  eover  plaeed  over  the  medieation. 

This  will  be  left  in  plaee  for  60  minutes.  After  that,  time  the  eream  will  be  wiped  off 
your  skin  and  an  intravenous  eatheter  will  be  inserted  into  a  suitable  vein  under  the 
treatment  area.  After  a  flash  baek  of  blood  is  noted  in  the  needle  hub,  you  will  be  asked 
to  rate  your  pain  on  a  Visual  Analog  Seale. 

The  iontophoresis  proeedure  will  eonsist  of  the  applieation  of  an  eleetrode  to  the 
top  surfaee  of  your  eontralateral  hand  and  then  the  eleetrode  will  be  saturated  with  a 
solution  of  lidoeaine  and  epinephrine.  Another  eleetrode  will  be  plaeed  further  down 
your  arm,  and  then  two  eleetrieal  wires  will  be  attaehed  to  the  eleetrodes.  An  eleetrie 
eurrent  will  be  used  to  deliver  the  medieation  aeross  your  skin.  You  may  feel  a  slight 
tingle  as  the  eurrent  is  being  delivered.  This  proeedure  should  take  no  more  than  15 
minutes.  After  this  proeedure  is  eompleted  an  intravenous  eatheter  will  be  inserted  into  a 
suitable  vein  and  then  you  will  be  asked  to  rate  your  pain  on  a  Visual  Analog  Seale. 

In  addition  you  will  be  asked  the  following  question;  Please  use  this  form  to  write 
down  any  eomments  that  you  ean  provide  us  about  the  two  treatment  measures  you  just 
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received.  Specifically  comment  on  which  method  of  producing  local  anesthesia  you 
preferred,  and  why.  Also,  comment  on  whether  you  would  use  Iontophoresis  or  EMLA 
cream  again. 

Benefits 

There  is  no  direct  benefits  to  participating  in  this  study. 

Time  Commitment 

The  time  commitment  for  this  study  will  consist  of  one  60-90  minute  session  during 
which  both  procedures  will  be  accomplished. 

Risks,  Inconveniences,  Discomforts 

The  potential  risks  of  this  study  may  include:  temporary  redness  of  the 
iontophoretically  treated  site,  minor  stinging  or  burning  sensations.  Other  potential  risks 
include,  bruising  at  the  intravenous  site,  failure  to  produce  adequate  pain  relief,  and 
potential  allergic  reaction  to  the  local  anesthetics  used.  You  may  experience  some 
anxiety  with  the  venipuncture. 

Cost  of  Participation 
None  to  you. 

Alternatives 

The  alternative  is  to  not  participate  in  this  research  study. 

Voluntariness 

Participation  is  voluntary,  refusal  to  participate  will  involve  no  penalty  or  loss  of 
benefits,  and  you  may  discontinue  participation  at  any  time  without  penalty  or  loss  of 
benefits.  Inclusionary  criteria:  Twenty  Nurse  Anesthetist  Student  volunteers  will  be 
recruited  to  participate  in  this  study.  Exclusionary  criteria:  No  subject  who  has  allergies 
to  any  of  the  medications  being  utilized  in  this  study  will  be  asked  to  participate. 
Research  Related  Injury 

This  study  should  not  entail  any  physical  or  mental  risk  beyond  those  described 
above.  We  do  not  expect  complications  to  occur,  but  if,  for  any  reason,  you  feel  that 
continuing  this  study  would  constitute  a  hardship  for  you,  we  will  end  your  participation 
in  the  study. 

DoD  will  provide  medical  care  at  government  facilities  for  any  DoD  eligible  for 
injury  or  illness  resulting  from  participation  in  this  research.  Such  care  may  not  be 
available  to  other  research  participants.  Compensation  may  be  available  through  judicial 
avenues  to  non-active  duty  research  participants  if  they  are  injured  through  the 
negligence  (fault)  of  the  Government. 

If  at  any  time  you  believe  you  have  suffered  an  injury  or  illness  as  a  result  of 
participating  in  this  research  project  you  should  contact  the  Office  of  Research 
Administration  at  the  Uniformed  Services  University  of  the  Health  Sciences,  Bethesda, 
MD  20814  at  (301)  295-3303.  This  office  can  review  the  matter  with  you,  can  provide 
you  information  about  your  rights  as  a  subject,  and  may  be  able  to  identify  resources 
available  to  you.  Information  about  judicial  avenues  of  compensation  is  available  from 
the  University  s  General  Counsel  (301)  295-3028. 
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Confidentiality  of  Records 

All  information  that  you  provide  as  a  part  of  this  study  will  be  eonfidential  and 
will  be  proteeted  to  the  fullest  extent  of  the  law.  Information  that  you  provide  and  other 
reeords  related  to  this  study  will  be  kept  private,  aeeessible  only  to  those  persons  direetly 
involved  in  eondueting  this  study  and  members  of  the  Uniformed  Serviees  University  of 
the  Health  Seienee  s  Institutional  Review  Board,  who  provide  oversight  for  human  use 
proteetion.  All  questionnaires  and  forms  will  be  kept  in  a  restrieted  aeeess,  loeked 
eabinet  while  not  in  use.  However,  please  be  advised  that  under  UCMJ,  a  military 
member  s  eonfidentiality  eannot  be  strietly  guaranteed.  To  enhanee  the  privaey  of  your 
responses  you  will  not  be  identified  on  any  of  the  data  eolleetion  tools  utilized.  Any 
reports  generated  from  this  study  will  not  divulge  your  name  or  identity. 

Withdrawal 

I  understand  that  I  may  at  any  time  during  the  eourse  of  this  researeh  study  revoke 
my  eonsent,  and  withdraw  from  the  study  without  prejudiee.  I  have  been  given  an 
opportunity  to  ask  questions  eoneerning  this  researeh  study,  and  any  sueh  questions  have 
been  answered  to  my  eomplete  satisfaetion.  Call  LTJG  Kenneth  L.  Spenee  at  301-540- 
3721,  if  you  have  any  eoneerns,  questions,  or  Maura  S.  MeAuliffe  Ph.D.,  CRNA  at  301- 
295-6565,  ehair  of  my  thesis  eommittee.  If  you  have  any  questions  about  your  rights  as  a 
researeh  subjeet,  you  should  eall  the  Direetor  of  Researeh  Programs  in  the  Office  of 
Research  at  the  Uniformed  Services  University  of  the  Health  Sciences  at  (301)  295-3303. 
This  person  is  your  representative  and  has  no  connection  to  the  researchers  conducting 
this  study. 

I  do  hereby  volunteer  to  participate  in  a  research  study  entitled:  A 
COMPARISON  OF  THE  IONTOPHORESIS  OF  LIDOCAINE  WITH  EPINEPHRINE 
TO  EMLA  CREAM  FOR  REDUCTION  OF  PAIN  TO  INTRAVENOUS 
CANNULATION.  The  implications  of  my  voluntary  participation:  the  nature,  duration 
and  purpose;  the  methods  and  means  by  which  it  is  to  be  conducted;  and  the 
inconveniences  and  hazards  to  be  expected  have  been  thoroughly  explained  to  me  by 


By  signing  this  consent  form  you  are  agreeing  that  the  study  has  been  explained  to 
you  and  that  you  understand  this  study.  You  are  signing  that  you  agree  to  take  part  in  this 
study.  You  will  be  given  a  copy  of  this  consent  form. 
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I  have  been  given  the  opportunity  to  ask  questions  eoneerning  this  study,  and  any 
sueh  questions  have  been  answered  to  my  full  and  eomplete  satisfaetion. 


Name  (print)  Date 


Signature  Date 


Signature  (witness)  Date 

I  Certify  that  the  researeh  study  has  been  explained  to  the  above  individual,  by  me, 
and  that  the  individual  understands  the  nature  and  purpose,  the  possible  risks  and  benefits 
assoeiated  with  taking  part  in  this  researeh  study.  Any  questions  that  have  been  raised 
have  been  answered. 


Investigator 


Date 
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APPENDIX  E 
Data  Collection 


EMLA  Cream  and  Microphor  Data 


Subject 

# 

EMLA 
(VAS  mm) 

Iontophoresis 
(VAS  mm) 

Gender 

1 

83.0 

35.0 

Male 

2 

15.0 

47.0 

Male 

3 

17.0 

35.0 

Male 

4 

34.0 

15.0 

Male 

5 

87.0 

65.0 

Female 

6 

15.0 

28.0 

Male 

7 

31.0 

47.0 

Female 

8 

13.0 

68.0 

Male 

9 

20.0 

23.0 

Female 

10 

42.0 

36.0 

Female 

11 

2.0 

10.0 

Male 

12 

11.0 

66.0 

Female 

13 

40.0 

14.0 

Female 

14 

5.0 

22.0 

Female 

14 

1.0 

45.0 

Female 

EMLA  Cream  and  lontophor-PM/DX  Data 


Subject 

# 

EMLA 
(VAS  mm) 

Iontophoresis 
(VAS  mm) 

Gender 

1 

69 

6 

Male 

2 

8 

10 

Male 

3 

12 

0 

Male 

4 

2 

5 

Male 

5 

7 

0 

Female 

6 

6 

1.5 

Male 

7 

1.5 

2 

Female 

8 

38 

6 

Male 

9 

4 

2 

Female 

10 

10.5 

2.5 

Female 

11 

20 

2 

Male 

12 

15 

0 

Female 

13 

6.5 

2.5 

Female 

14 

1 

8 

Female 

Thesis  Comments 


Subject  #  l:With  iontophoresis  the  initial  current  felt  like  a  burn  as  it  approached  4mA. 
After  awhile  I  could  tell  a  current  was  still  there  but  it  was  not  as  uncomfortable  as  in  the 
beginning.  I  felt  the  sensation  get  worse  as  the  current  was  turned  down  at  the  end  of  the 
study.  I  would  prefer  the  iontophoresis  to  EMLA  cream  just  because  at  venipuncture  I 
felt  very  little  with  the  iontophoresis. 

Subject  #  2:  EMLA/  Iontophoresis  works  equally 

Subject  #3:1  preferred  iontophoresis  because  I  didn’t  feel  anything  when  the  needle  was 
inserted.  I  was  pleasantly  surprised  at  the  results  since  I’ve  always  been  an  EMLA  cream 
advocate;  especially  with  pediatric  cases.  I  think  iontophoresis  is  time  effective  as  well 
which  is  a  big  plus  in  the  present  days  when  everyone  wants  the  patient  ready  to  go  to  the 
OR  NOW! 

Subject  #  4:  My  preference  is  the  EMLA  cream.  There  are  several  reasons  for  this 
preference.  Neither  procedure  is  effective  for  emergency  procedures.  The  iontophoresis 
method  is  an  interesting  concept,  but  appears  bulky,  time  consuming  on  the  part  of  the 
practitioner,  an  less  effective  for  pain  control.  I  received  a  constant  sting  at  both  the 
positive  and  negative  ground  sites.  The  ground  pad  left  a  tender  to  touch  irritation 
(electrical  burn)  that  was  still  nonetheless  uncomfortable.  I  don’t  think  its  efficacy  with 
children  is  valid  secondary  to  the  wires  and  need  for  an  external  mechanical  device. 

The  EMLA  cream  provided  better  pain  control  upon  catheter  insertion.  It  would 
appear  that  a  pediatric  patient  would  tolerate  this  method  secondary  to  the  increased 
freedom  prior  to  ht  catheter  insertion,  and  increased  efficacy. 

Subject  #  5:  There  wasn’t  a-lot  of  discomfort  with  either  stick.  The  electrical  treatment 
though  was  pain  free,  completely  needless  doesn’t  bother  me  and  I  think  I  have  a  good 
pain  threshold,  but  I  would  recommend  a  pain  free  method  for  someone  that  is  really 
nervous  about  getting  stuck.  I  was  on  an  IV  team  and  when  people  are  nervous,  their 
veins  disappear.  Between  the  two  methods  used,  today  the  iontophoresis  method  was 
quicker  and  less  messy. 

Subject  #  6:  Iontophoresis  is  more  convenient  due  to  rapid  administration  of  anesthetic. 
However,  I  felt  a  slight  amount  of  discomfort  when  the  charge  was  applied.  The 
iontophoresis  provided  better  anesthesia,  therefore,  it  would  be  my  choice. 

Subject  #  7:  Both  methods  reduced  discomfort.  The  EMLA  cream  takes  longer  to  work- 
oflen  the  luxury  of  time  is  not  available.  The  iontophoresis  was  faster  and  worked  almost 
as  well.  It  would  work  well  with  kids-no  needles  and  not  much  more  time  needed  than 
with  injection  of  lidocaine.  The  iontophoresis  gave  an  interesting  sensation-like  touching 
an  electric  fence  with  a  long  piece  of  grass-a  buzz,  but  no  pain. 


Subject  #  8:  Iontophoresis  was  uncomfortable  at  first  but  much  more  effective  with 
decreasing  pain  at  puncture.  EMLA  cream  was  very  unsuccessful  at  preventing  pain 
relief  Iontophoresis  would  be  an  option  for  painful  type  punctures. 

Subject  #9:1  thought  the  iontophoresis  was  the  better  method  of  the  two.  It  didn’t  take 
long  to  set  up  and  actually  I  felt  less  pain  on  IV  insertion  with  this  method.  The  EMLA 
cream  was  sufficient  for  pain  control  but  it  was  messy  and  took  45"  to  work.  I  did  feel 
more  of  a  "stick"  when  the  IV  was  started.  I  would  definitely  use  the  iontophoresis  and 
probably  the  EMLA  too,  depending  on  the  situation. 

Subject  #  10:  The  electrode  treatment  did  not  hurt  at  all.  The  EMLA  cream  site  did  not 
hurt  as  much  as  electrode  treatment.  Overall,  both  sides  did  not  hurt  much;  Unlike  IV 
starts  with  out  any  thing  or  with  a  poke  of  lidocaine  first. 

Subject  #11:  Definitely  more  analgesia  with  iontophoresis.  Even  though  it  was  more 
burdensome  to  set  up,  I  would  consider  using  it. 

Subject  #12  The  iontophoresis  was  preferred.  There  was  no  sensation  of  pain  or 
pressure,  though  some  "tingling"  sensation  during  the  iontophoresis  preparation.  The 
EMLA  cream  IV  start  felt  the  same  as  if  no  local  anesthesia  was  used. 

Subject  #13:  Iontophoresis  less  painful,  EMLA  cream  took  longer.  Would  use 
iontophoresis  again. 

Subject  #  14: 1  prefer  EMLA  cream  because  I  felt  nothing  and  the  iontophoresis  was 
extremely  uncomfortable  (burning  and  stinging)  along  with  a  small  bum  from  that.  I 
would  have  rather  felt  a  stick. 


